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Message Text 


UNCLASSIFIED 

PAGE 01 IAEA V 10416 231803Z 
ACTION 10-13 

INFO OCT-01 ISO-00 FEA-01 ACDA-10 CIAE-00 INR-07 L-03 
NSAE-00 NSC-05 EB-07 NRC-07 OES-06 DODE-00 /060 W 

240146Z 109438/63 

R231436Z DEC 76 
FM USMISSION IAEA VIENNA 
TO USERDA WASHDC 
USERDA HQ GERMANTOWN 
INFO SECSTATE WASHDC 8490 

UNCLAS IAEA VIENNA 10416 

PASS lO/SCT 

E.O. 11652: N/A 

TAGS: IAEA, TECH, EAID, US, MY 

SUBJECT: EQUIPMENT GRANTS FOR 1976, MALAYSIA 6/05 

REF: (A) CLIFFORD/CONGDON TWX P 031654Z DEC 76, (B) CLIFFORD/ 
CONGDON TWX R 201932Z OCT 76, (C) IAEA VIENNA 9712 

1 . IAEA HAS REVIEWED REFS A AND B AND SELECTED FOUR 
PUMPS FROM THOSE LISTED IN REF B AS FOLLOWS: 

DISPENSING PUMPS; ONE EACH 1 ML GLASS PISTON B 
PUMP, 

TWO EACH 200 MICROLITRE GLASS PISTON C PUMP, 

SAMPLING PUMP; ONE EACH 200 MICROLITER GLASS 
PISTON D PUMP. 

2. IAEA DOES NOT REQUEST CHANGE TO A HIGH SPEED 
STATION, AND HAS ATTEMPTED TO SELECT PUMPS FROM 
LIST IN REF B WHICH ARE SUITED TO A STANDARD 
SPEED STATION. SELECTION MADE ON THE BASIS OF PUMP 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 IAEA V 10416 231803Z 

SLECTION GRID ON BACK OF MICROMEDIC PRICE LIST, 

GRID IS BELIEVED BY IAEA OFFICIALS TO BE UNCLEAR 
AS TO PUMPS SUITED TO STANDARD SPEED PIPETTING 
STATION. IN THE EVENT THAT PUMPS SELECTED ARE 
FOUND TO BE UNSUITABLE FOR STANDARD SPEED STATION, 

IAEA REQUESTS SUBSTITUTION OF SUITABLE PUMPS 
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IN THE CAPACITIES INDICATED.LABOWITZ 


UNCLASSIEIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EQUIPMENT, AMENDMENTS, FOREIGN ASSISTANCE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 23 DEC 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976IAEAV10416 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760471-0868 
From: IAEA VIENNA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: link1976/newtext/t19761218/aaaaaowp.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION 10 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: vogelfj 
Review Comment: n/a 
Review Content Flags: 

Review Date: 15 JUN 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <15 JUN 2004 by chengls>; APPROVED <14 DEC 2004 by vogelfj> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EQUIPMENT GRANTS FOR 1976, MALAYSIA 6/05 
TAGS: TECH, EAID, US, MY, IAEA 
To: ERDA 
Type: TE 
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